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Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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NATIONAL FOREWORD 

This Indian Standard, which is identical with ISO 8759-2:1998 'Agricultural wheeled tractors — Front- 
mounted equipment — Part 2: Stationary equipment connection' issued by the International 
Organization for Standardization (ISO) was adopted by the Bureau of Indian Standards on the 
recommendation of the Agricultural Tractors and Power Tillers Sectional Committee and approval of 
the Food and Agriculture Division Council. 

In the adopted standard certain terminology and conventions are not identical to those used in Indian 
Standards. Attention is drawn specially to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should be 
read as Indian Standard'. 

b) Comma (,) has been used as a decimal marker while in Indian Standards, the current practice 
is to use a point (.) as the decimal marker. 

In this adopted standard, the following International Standards are referred to. Read in their respective 
places, the following: 



International 
Standard 

ISO 730-1 : 1994 Agricultural 

wheeled tractors — Rear-mounted 
three-point linkage Part 1 : 
Categories 1,2,3 and 4 

ISO 8759-1 :1998 Agricultural 

wheeled tractors — Front-mounted 
equipment — Part 1: Power take- 
off and three-point linkage 



Corresponding 
Indian Standard 

IS 4468 (Part 1) : 1997 Agricultural 
wheeled tractors — Rear-mounted 
three-point linkage: Part 1 
Categories 1,2,3 and 4 (fourth 
revision) 

IS 14980 (Part 1) : 2001 Agricul- 
tural wheeled tractors — Front- 
mounted equipment: Part 1 Power 
take-off and three-point linkage 



Degree of 
Equivalence 

Identical 



do 



For the purpose of deciding whether a particular requirement of this standard is complied with, the 
final value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in 
accordance with IS 2:1960 'Rules for rounding off numerical values (revised) 1 . The number of 
significant places retained in the rounded off value should be the same as that of the specified value in 
this standard. 



FRONT-MOUNTED EQUIPMENT 

PART 2 STATIONARY EQUIPMENT CONNECTIONS 



1 Scope 

This part of ISO 8759 specifies dimensions and requirements of the stationary equipment connection for agricultural 
wheeled tractors which are equipped with front-mounted power take-off but do not have front three-point linkage. 

It is applicable to the tractor categories defined in ISO 730-1 . 

NOTE — ISO 8759-1 specifies requirements for the power take-off and the front three-point linkage. 

2 Normative references 

The following standards contain provisions which, through reference in this text, constitute provisions of this part of 
ISO 8759. At the time of publication, the editions indicated were valid. All standards are subject to revision, and 
parties to agreements based on this part of ISO 8759 are encouraged to investigate the possibility of applying the 
most recent editions of the standards indicated below. Members of IEC and ISO maintain registers of currently valid 
International Standards. 

ISO 730-1:1994, Agricultural wheeled tractors— Rear-mounted three-point linkage— Part 1: Categories 1, 2, 3 
and 4. 

ISO 8759-1:1998, Agricultural wheeled tractors — Front-mounted equipment — Part 1: Power take-off and three- 
point linkage. 



3 Definitions 



For the purposes of this part of ISO 8759, the following definitions and the definitions, given in ISO 730-1 and 
ISO 8759-1 apply. 

3.1 stationary equipment 

equipment that is powered by the power take-off of a parked agricultural tractor 

EXAMPLES — Pond aerators, grain elevators, irrigation pumps. 

3.2 stationary equipment connection 

element of the tractor which provides the primary rigid connection between the front of the tractor and the stationary 
equipment, intended only for providing a rigid connection to stationary equipment and for incidental manoeuvring of 
such equipment into position, and not intended as a primary means for pushing or pulling heavy loads in mobile 
agricultural operations 



IS 14980 (Part 2): 2001 
ISO 8759-2:1098 



4 Requirements 

All tractors with front-mounted power take-off (PTO) and without front three-point linkage shall have provisions for 
the stationary equipment connection. 

The stationary equipment connection shall be located along the longitudinal mid-plane of the tractor and shall 
conform to the dimensions shown in figure 1 . 

The stationary equipment connection shall be constructed such that it can be removed, pivoted or retracted into a 
storage position when not in use. In the storage position, the stationary equipment connection or its mounting shall 
not project more than 100 mm forward from the end of the PTO shaft. 
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Dimensions in millimetres 




Key 

1 Stationary equipment connection 

2 Power take-off 



Figure 1 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of 
goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use, in the course 
of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are 
also reviewed periodically; a standard along with amendments is reaffirmed when such review indicates 
that no changes are needed; if the review indicates that changes are needed, it is taken up for revision. 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition by referring to the latest issue of 'BIS Catalogue* and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc : No. FAD 32 (1 141), 
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